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must not be used for testing. In such cases the last test of the
patron or the average of the last three tests, whichever is highest,
shall be used as a basis for payment.
2. WEIGHING:
2.1 Scales must always be properly balanced, kept in good working
condition, and easily readable. All measuring and weighing equipment
used in the plant must comply with the requirements of the South
Carolina Weights and Measures Law.
2.2 The weight of milk and/or cream must be recorded before emptying
the weigh tank.
3. EQUIPMENT AND SUPPLIES:
3.1 All glassware, equipment and supplies for Babcock testing must
meet the U. S. Bureau of Standards specifications as outlined in the
appendix of "Techniques of Dairy Plant Testing" by E. F. Goss.
4. SAMPLING MILK AND CREAM:
4.1 Milk and/or cream to be tested must be thoroughly mixed before
sampling.
4.2 When daily tests of each delivery are made, the sample must contain
not less than 60 milliliters of milk and/or cream. The remaining por-
tion of the daily sample must be held at least 24 hours under re-
frigeration and in condition for retesting.
4.3 Unless daily tests are made, composite samples are required. Com-
posite samples must consist of aliquot (proportional) parts of milk
of several deliveries from the same patron, kept by the use of a
preservative. In no case shall the aliquot be less than 10 milliliters
from each delivery.
4.4 Preserved composite milk samples must be stored during sampling
period in a cabinet or some other storage place that is refrigerated
to maintain a temperature at 35 to 45 degrees Farenheit. It will be
the responsibility of the licensed sampler to keep unauthorized per-
sons from tampering with the samples.
4.5 Composite samples shall consist of and contain the milk from seven
days production if the pay period is seven days, ten days production
if the pay period is ten days, and fifteen days production if the pay
period is semi-monthly. In the case of ten and fifteen day periods the
last period of each month may be adjusted from eight to eleven days
and 13 to 16 days respectively, depending on the number of days in
the month. No exceptions shall be made except in the case of milk
deemed unfit for sampling as in the case of churning, oiling-off, and
freezing, or in the case of rejected milk. It is recommended but not
required that samples for compositing from two days production
consist of twenty milliliters minimum rather than ten milliliters.
When samples for compositing are taken from two days production,
/
each pay period regardless of length, may be one day more or one
day less than stated above.


